Approved For Releg^p 2OO1^0!^p}^Qijf|'|9^({l143AOOO^llPO4OO2O-£ 


QJL^t 


■4 AUG 1950 

*OMB Waiver Letter In ERU File* 

m.t fiiaJCTQH, POREIGH msj&xbm office 
baxiomal ssjoaif x assouacss - mm* 

SUBJECT * Status Beport oa ISC Action Ho* 262 


VJ x ! office has undertaken. the following action tvith respect to 

•uoject directive * 
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the Central Intelligence A^gsney to couplet© whatever additioiial 
survey actions are required to aeet the teras of the subject 
directive as soon as the two above— seatioaod surveys have been 
cosseted. 


( 2 ) the Central Intelligence Agency 1 ® ecoaoaic specialists 
Imm participated with the bureau of the Budget la the foreign 
service scoaealc reporting survey and. ar# awaiting word froa 
th© Bcresu of the Budget to participate in the .final round-up 
of conclusions reached in this process. Bis target date for 
conpl3tion of this phase af the survey hag bma established by 
the Bureau of the Budget as being 31 August 195a. 

(3) f&« Central Intelligence Agency has conferred with 
repr esentatives froa the Office# Secretary o£ Defense# the 
lenities Board, the. Ilesearch and Development Board, and the 
intelligence divisions of Army, Savy, and Mr Force, nho have 
accepted reepoaaibili ty for the conduct of the surrey wi thin 

respective agencies. Preliminary reports have '<^n 
sabaiitedfey each representative with the exception of XateULi- 
pwc# Division, Array, and am feeing reviewed to determine their 
adaquney as a. basis for ii&lmlm in the final report. It should 
fee sated, however, that this survey merely comprises the factual 
J eUoa x ’ G ** >oct detaraiaations of the adequacy 
f^iiities and arrangements can proceed only subsequent to the 
coordination of the intelligence collection and production 
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